Are The Pyramids Made of 
Faux Stone? 


Dr. Joseph Davidovits and his 
claim 


Dr. Joseph Davidovits is a French 
research chemist born in 1935, 
who holds a doctorate from the 
University of Mainz. 


In his 1988 book, The Pyramids; 
An Enigma Solved, (co-authored 
by Margie Morris) Davidovits 
makes the claim that the Great 
Pyramids of Egypt are made of 
aggregate, and the individual 
blocks were actually poured in 
place. 


The prevailing hypothesis of how the pyramids 
were built 
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Problems with the prevailing 
hypotheses. 


The Great Pyramids at Giza are constructed of fairly hard limestone 
blocks, each one weighing anywhere from two, to seventy tons. It is 
generally believed that the Great Pyramids were built some four and a 
half to five thousand years ago. Today, the prevailing view is that the 
ancient Egyptians lacked iron and steel at that time, and so must have 
quarried and shaped the pyramid blocks using only stone, copper, and 
inferior bronze tools. Could the pyramid blocks actually have been 
quarried and shaped using such tools? 


The dominant hypothesis for placing the pyramid blocks into position, is 
that this was done by dragging or rolling them up a ramp, that had been 
built against the pyramid. One problem with this idea is that the ramp 
would have to be raised along its entire length for each course, making 
the ramp construction almost as great an undertaking as the building of 
the pyramids themselves. 


Other hypotheses. 


Davidovits’ claims and hypotheses 
detailed. 


Davidovits says that in natural limestone the fossil shells lie flat in layers, while in the 
pyramid blocks the shells are jumbled, which he says ts due to the aggregate being 
poured into a form. 


He also says that the pyramid blocks are twenty percent less dense than the 
Surrounding bedrock, with he claims is due to air bubbles in the aggregate Slurry. 


He claims that the pyramid blocks are very high itn moisture, while the surrounding 
bedrock is relatively dry. He says the high moisture content of the blocks is due to them 
never having a chance to cure, because they were quickly covered by other layers of 
blocks. 


He also claims to have found a pyramid block, in a protected area inside a pyramid, with 
form marks on it from wood forms. 


He also says that the Egyptians are known to have manufactured artificial sandstone, 
which was formed into statuettes. He says the statuettes were believed to have been 
crafted from natural sandstone, until in the early nineteen hundreds, the French 
chemist, Henry le Chatelier, discovered the stone was man made. 


Conclusion 


So are the Great Pyramids at Giza made of faux 
stone? 


Well, that is up to you to find out, but first you 
have to become a geologist. Maybe you can 
study the pyramid stone for your thesis; and once 
you have an advanced degree in geology, you 
can always write yourself a grant to go to Egypt 
to do the work. 


Happy trails! 


